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CONPIDENTIAL PARIS 12940 
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EXCON 

E.O. 1 1652: XGDSI 

TAGS: ESTC, COCOM, RO, BU, JA, US 

SUBJECT: ULTRASONIC WIRE BONDER TO ROMANIA IE 1355 

REF: (A) STATE A-1307; (B) COCOM DOC (77) 612; (C) 

STATE 296285; (D) PARIS 2061 

1. REPAIR INSTRUCTS USDEL TO SUBMIT EXCEPTION REQUEST 
POR ULTRASONIC WIRE BONDER TO ROMANIA. US RECENTLY 
OBJECTED TO EXPORT OP ULTRASONIC BONDER IN JAPANESE 
REQUEST COCOM DOC (77) 612 INVOLVING EXPORT OP POWER 
TRANSISTOR MANUFACTURING PLANT TO BULGARIA. JAPANESE 
DEL ASKED FOR RECONSIDERATION OP US OBJECTION IN JAN, 

L978 AND HAS BEEN LATELY PUSHING POR US RESPONSE WHICH 
IS CONSIDERABLY OVERDUE. 

2. ACTION REQUESTED: BEPORE SUBMITTING REPAIR CASE TO 
COCOM USDEL WOULD APPRECIATE RECEIVING INPORMATION INDI- 
CATING WHETHER OR NOT ULTRASONIC BONDER IN US CASE IS 
SIGNIPICANTLY DIPFERENT PROM ULTRASONIC BONDER IN JAPA- 
NESE CASE, AND IN WHAT RESPECT. 
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